The point is that the Jewish government of Iran wants to prove that buildings can collapse by fire alone, which 9/11 truthers have been saying is impossible for 15 years
Posted Jan-23-2017 By zakat1 (252.22)

zakat1
Im referring to disnformation agents, I agree that this cant happen. Watch the entire video
Posted Jan-25-2017 By zakat1 (252.22)

zakat1
ps. The Plasco building was made of steel
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